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Art. 2.— Temperature of Constantinople. 

The following are the results of some observations made at 
Constantinople during the years 1839-42. The readings were 
taken three times a-day, at the average hours of 7.0 a.m., 2.0 p.m., 
10.0 p.m.— 
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